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1 . The referenced Memorandum refers to a proposal con- 
sidered by the Project R eview/ Committee to provide dehumidified 
storage space ai J I for the Office of Communications , and 

requests this Office to study and submit a report as to whether 
additional, dehumidified space is required. 


2. The proposal provides for 5,000 square feet of dehu- 
midified storage space plus aisle space for storage of commu- 
nication equipment, and further requests authorization of 
;> ,0,000. 00 to modify an existing building and install chemical 
demir.idifyinn and auxiliary equipment. The existing building 
to be modified is oO 1 x 100 1 , i.e., 9, oGG square feet. 


it is understood that the Office of Communications 
desires an additional space of approximately 2,000 square feet 
in the same building and adjacent to the dehumidified area ror 
test purposes; the test area is not to be dehumidified. 


h. A review of Agency requirements has been made. No 
additional dehumidified sto.fa.ge space is required or contemplated 
at this time . 
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